REPORT  OF  THE  MEDICAL  OFFICER  OF  HEALTH 


TO  THE 

Kurd  District  Council  of  HatnMc&on. 


Milford, 

February  IB th,  1911. 


Gentlemen, 

In  presenting  my  Annual  Report  on  the  health  and 
sanitary  state  of  the  Hambledon  Rural  Sanitary  District  for  the  year  ending 
December  81st,  1910,  I beg  to  state  that  the  health  of  the  population  has 
been  very  satisfactory.  There  have  been  no  serious  outbreaks  of  infectious 
disease. 


VITAL  STATISTICS. 

During  the  year  1910,  the  number  of  deaths  registered  for  the  entire 
district  was  241,  giving  a death  rate  of  11*60  per  1000.  Nine  died  in  public 
institutions  beyond  the  district  ; of  these  three  died  in  the  County  Lunatic 
Asylum,  viz.,  one  from  influenza,  one  heart  disease,  and  one  from  all  other 
causes.  Five  died  in  the  Royal  Surrey  County  Hospital,  all  these  died  from 
all  other  causes.  One  died  in  the  Guildford  Infirmary  from  all  other  causes. 
Twenty-three  died  in  Public  Institutions  in  the  district,  one  of  these  wras  a 
non-resident.  Of  these  deaths  five  died  at  Haslemere  Cottage  Hospital,  one 
died  from  malignant  disease,  one  from  heart  disease,  and  three  from  all  other 
causes.  Eighteen  died  in  Hambledon  Workhouse,  of  these  three  died  from 
malignant  disease,  one  from  bronchitis,  one  from  pneumonia,  four  from  heart 
disease,  and  nine  from  all  other  causes.  The  nett  deaths  are  249,  giving  a 
death  rate  of  10*46  per  1000.  The  remaining  218  deaths  registered  died  as 
follows  : two  from  Whooping  Cough , one  from  Membranous  Croup,  eleven  from 
Epidemic  Influenza,  one  Enteritis , one  Gastritis,  sixteen  Phthisis , five  from 
other  Tubercular  Disease , ten  from  Malignant  Disease,  eleven  from  Bronchitis , 
thirteen  from  Pneumonia , one  Pleurisy,  three  from  Alcoholism,  fifteen  from 
Premature  Birth,  one  from  Disease  and  Accide?it  of  Parturition,  thirty-seven 
from  Heart  Disease,  three  from  Accident , and  five  from  Suicide , and  eighty- 
two  from  all  other  causes. 


Physical  Features  and  General  Characters  of 

the  District  4 — -The  District  contains  sixteen  parishes  and  extends  over 
an  area  of  68,154  acres,  and  lies  to  the  S.W.  of  Surrey.  It  is  hounded  on 
the  west  by  the  Farnham  Union,  on  the  north  hy  the  Guildford  Union,  on  the 
south  by  Sussex,  and  on  the  east  by  the  Dorking  Union.  The  rivers  or 
streams  of  the  district  are  three.  The  river  Wey  and  the  Tillingborne  both 
flow  along  the  northern  boundries  of  the  district.  To  the  east  of  the  district 
there  is  a small  stream  which  receives  the  effluent  of  the  Cranleigh  Sewage 
Outfall  Works. 

The  Geology  of  the  District  . — The  larger  part  of  the 
district  is  formed  of  the  lower  green  sand,  with  a small  portion  of  the  weald 
clay. 

The  district  is  hilly  in  character,  and  principally  agricultural. 

House  Accommodation,  especially  for  the  working  classes, 
is  still  much  needed  in  the  various  parishes.  A number  of  this  class  of 
building  have  been  built  during  the  year.  In  those  parishes  not  provided  with 
a water  supply  and  drainage  system,  the  sites  of  these  houses  should  be  chosen 
with  more  care,  in  order  to  prevent  polution  of  the  wells. 

Sewerage  and  Drainage  and  Sewage  Dis- 
posal.— Public  Sewerage  systems  have  been  provided  for  the  parishes  of 
Haslemere , Cranleigh , Bramley , and  Wonersh.  Shalford  has  now  commenced 
the  construction  of  a public  drainage  system  by  means  of  outfall  sewers.  The 
tank  system  at  Haslemere  is  still  giving  satisfaction.  During  the  past  year 
extensions  have  been  made  to  the  lines  of  sewers,  and  a complete  new  drainage 
scheme  with  bacteria  beds  has  been  laid  down  to  deal  with  the  sewage  of  that  part 
of  Haslemere  known  as  Lower  Grayswood.  There  is  nothing  new  to  report 
about  the  systems  of  sewerage  at  Cranleigh,  Bramley,  and  Wonersh,  except 
additions  and  extensions  of  the  sewers.  The  sewage  of  the  other  Villages  in 
the  district  are  either  disposed  of  on  garden  ground  in  connection  with  the 
houses,  or  passes  to  cesspools  which  may  empty  on  to  fields  or  run  into  ditches, 
or  have  to  be  emptied  and  the  contents  dealt  with  on  the  ground. 

Disposal  and  Removal  of  Excrement  and 

Refuse. — No  difficulty  is  met  with  in  dealing  with  the  above,  in  those 
parishes  provided  with  a drainage  scheme.  In  those  parishes  not  so  provided, 
the  disposal  of  excrement  is  by  means  of  earth  closets,  cesspools,  &c.  The 
house  refuse  is  in  some  cases  dealt  with  by  the  Local  Authority,  in  other  cases 
it  falls  upon  the  occupier  to  arrange  for  its  disposal.  In  some  instances  it  is 
dealt  writh  by  the  owner  of  the  property.  No  difficulty  is  met  with  in 


disposing  of  the  household  sewage  on  the  gardens  in  the  rural  parts  ol  the 
district. 

Water  Supply  of  the  District. — The  parishes  of  Bramley, 
Cranleigh , Dunsfold , Ew  hurst , Hcimbledon , Haslemere , Shalford,  St. 
Martha , Willey , and  Wonersh , have  all  a public  water  supply.  The 
Guildford  Corporation  supply  Shalford  and  Chilworth  Road.  The  Godaiming 
Corporation  supplying  Bramley,  Hamhledon  and  Witley  with  Milford.  The  Rural 
District  Council  have  provided  water  supplies  for  Haslemere,  Wonersh,  and 
Chilworth.  Cranleigh  is  supplied  from  its  own  local  Company  from  springs  at 
the  Nore.  Ewhurst  is  supplied  from  Hurtwood,  Shere.  Several  large  estates 
have  their  own  private  water  supplies,  which  are  of  a pure  and  high-class 
nature.  In  the  remaining  parishes  the  water  supply  is  derived  from  deep,  and 
surface  wells,  often  of  a doubtful  nature,  and  liable  to  pollution  from  toulings 
by  drainage  from  manured  ground,  ground  soakage  from  privies  or  cesspools, 
slop-water  or  surface  washings.  The  supply  is  liable  to  shortage  in  the 
summer  time.  The  water  supply  of  these  parishes  is  engaging  the  serious 
attention  of  the  Council. 

Cowsheds  and  Dairies. — There  are  seventy-four  resistered 
cowsheds  and  dairies  in  the  district.  On  the  whole  these  are  better  kept  and 
cleaner  than  formerly.  Regular  inspections  have  been  made  during  the  year, 
and  suggestions  and  alterations  advised,  which  have  in  most  cases  been 
followed.  During  the  year  no  case  of  infectious  disease  has  been  traced  to 
polluted  milk. 

Nuisances,— One  hundred  and  thirty-eight  were  dealt  with  during 
the  year  1910. 

Factory  and  Workshop  Act. — The  following  out-workers 
were  reported  during  the  year  : — Mrs.  Lucas,  15a,  Shalford  Village,  employed 
by  Mr.  J.  Reeks,  125-6,  High  Street,  Guildford,  Plain  Needlework  ; Mr.  F. 
Nash,  Pond  Cottage,  Shalford,  employed  by  Mr.  C.  A.  Hacker,  154,  High 
Street,  Guildford,  Tailoring.  I visited  and  inspected  the  two  above  out- 
workers' homes  and  found  all  satisfactory.  Two  notices  of  occupation  of 
workshops  were  sent  to  me  during  the  year : Haslemere  Motor  and  Cycle 
Works,  Station  Road,  Haslemere,  Motor  and  Cycle  Repairs — Treadle  Lathe 
and  Machines,  no  power  at  present ; no  young  persons  employed  ; premises 
and  sanitation  satisfactory  ; Sturt  Laundry,  Haslemere — women  employed 
only  ; premises  and  sanitation  satisfactory. 

Hospital  System  and  Hospital  Treated  Cases.— 

There  is  no  Isolation  Hospital  in  the  district,  but  under  an  arrangement  with 
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the  Farnham  Isolation  Hospital  Board,  the  Council  are  allowed  to  send  their 
cases  to  the  Isolation  Hospital  by  paying  a weekly  sum  for  their  board  and 
medical  treatment.  During  the  year  twenty-seven  cases  were  sent  to  the 
Farnham  Isolation  Hospital,  six  Diphtheria,  and  twenty-one  Scarlet  Fever. 

Diseases  under  the  Notification  Act. — Forty-two 

cases  of  Notifiable  Disease  were  reported  during  the  year,  viz.,  nine 
Diphtheria , five  Erysipelas , twenty-six  Scarlet  Fever , one  Enteric  Fever , and 
one  Puerperal  Fever , of  these,  twenty- seven  were  sent  to  hospital,  the  rest 
were  treated  at  home. 

Education  Act. — Five  Schools  were  closed  during  the  year. 
Elstead  closed  for  Chicken-Pox , and  again  closed  for  Whooping  Cough . 
Haslemere  closed  for  Whooping  Cough.  Bramley  closed  for  Mumps. 
Dunsfold  closed  for  Scarlet  Fever.  Grayswood  closed  for  Whooping  Cough. 

Midwives’  Act,  1902.  — This  is  still  working  satisfactorily  in 
the  district.  The  Inspection  of  Midwives  is  now  carried  out  by  a Lady 
Inspector. 

Infant  Mortality  . — During  the  year  thirty-three  children  under 
one  year  of  age  died,  as  follows  : — Fifteen  Premature  Birth , one  from  Croup, 
four  from  Pneumonia , one  Bronchitis , three  Convulsions , one  from  all  other 
Tubercular  Disease , one  Enteritis , and  one  Gastritis,  three  from  Congenital 
causes,  two  Whooping  Cough , and  one  from  all  other  causes.  The  death  rate 
is  67*65  per  thousand. 

Total  Births  490,  giving  a birth  rate  of  20*60. 

Deaths  from  Phthisis. — During  the  year  sixteen  people  died 
from  Phthisis , viz.,  Bramley  one,  Chiddingfold  two,  Cranleigh  five,  Hambledon 
one,  Haslemere  two,  Shalford  one,  St.  Martha  one,  and  Witley  three. 

Deaths  from  Malignant  Disease.— During  the  year 
fourteen  people  died  from  Malignant  Disease,  viz.,  Chiddingfold  one,  Cranleigh 
two,  Elstead  one,  Ewhurst  one,  Workhouse  three,  Haslemere  two,  Peper- 
harrow  one,  Thursley  one,  Witley  two. 

Acreage  68,154. 

Alfold,  population  611,  had  18  births  and  5 deaths,  giving  a death 
rate  of  8*18  per  1000.  Of  these  deaths,  three  were  due  to  heart  disease  and 
two  to  all  other  causes.  Only  one  case  of  notifiable  disease  was  reported 
during  the  year,  viz.,  Erysipelas.  The  parish  still  retains  its  rural  drainage 
system,  and  obtains  its  water  supply  from  wells. 

Bramley,  population  2151  had  46  births  and  16  deaths,  giving  a 
death  rate  of  6*50  per  1000.  Of  these  deaths,  one  was  caused  through  croup, 


one  to  influenza,  one  to  enteritis,  one  to  gastritis,  one  to  phthisis,  one  to 
bronchitis,  one  to  pneumonia,  one  to  alcoholism,  one  to  premature  birth, 
two  to  heart  disease,  and  five  to  all  other  causes.  Four  cases  of  infectious 
disease  were  notified  during  the  year,  viz.,  one  diphtheria,  three  scarlet  fever. 
All  these  cases  were  removed  to  the  Farnhara  Isolation  Hospital.  During  the 
year  the  School  was  closed  for  Mumps.  The  water  supply  and  drainage 
system,  with  the  exception  of  additions  and  extensions  remain  the  same. 

Chiddingfold,  population  1803,  had  37  births  and  19  deaths, 
giving  a death  rate  of  10'53  per  1000.  Of  these  deaths,  one  was  due  to 
influenza,  two  to  phthisis,  one  to  malignant  disease,  three  to  pneumonia,  four 
to  premature  birth,  one  to  heart  disease,  one  to  suicide,  and  six  to  all  other 
causes.  Six  cases  of  infectious  disease  were  notified  during  the  year  : one 
diphtheria,  and  five  scarlet  fever.  All  these  cases  were  removed  to  the 
Farnham  Isolation  Hospital.  The  water  supply  is  still  engaging  the  serious 
attention  of  the  Rural  District  Council.  The  draiuage  system  has  not  been 
changed  from  its  rural  character. 

Cranleigh,  population  2976,  had  58  births  and  26  deaths,  giving  a 
death  rate  of  8*73  per  1000.  Of  these  deaths,  one  was  due  to  influenza,  five 
to  phthisis,  two  to  malignant  disease,  one  to  pneumonia,  four  to  heart  disease, 
one  to  accident,  one  to  other  tubercular  disease,  and  eleven  to  all  other 
causes.  Two  cases  of  infectious  disease  were  notified  during  the  year,  viz., 
one  diphtheria,  and  one  erysipelas,  these  were  not  removed.  The  drainage 
system  has  not  been  extended  during  the  year.  The  water  supply  has 
continued  to  be  satisfactory,  but,  in  view  of  further  demand,  the  Company  has 
acquired  fresh  springs  at  Nore,  which  can  be  utilised  when  wanted. 

D unsfold,  population  716,  had  19  births  and  7 deaths,  giving  a 
death  rate  of  9 -77  per  1000.  Of  these  deaths  one  was  due  to  heart  disease, 
and  six  to  all  other  causes.  Two  cases  of  infectious  disease  were  notified 
during  the  year,  viz.,  scarlet  fever,  both  these  were  removed  to  Farnham 
Isolation  Hospital.  In  visiting  these  cases,  I found  that  there  had  been 
several  other  cases  of  a suspicious  nature  in  the  parish,  recognising  the 
importance  of  this,  I asked  the  County  Education  Officer  to  visit  Dunsfold  with 
me.  After  visiting  the  parish,  and  in  consultation  with  the  above  Officer,  I 
advised  closure  of  the  School,  which  was  done.  I also  made  a special  report 
to  the  District  Council,  County  Council,  and  Local  Government  Board.  The 
water  supply  and  drainage  are  still  engaging  the  serious  attention  of  the 
Council. 

El  Stead,  population  1036,  had  23  births  and  12  deaths,  giving  a 
death  rate  of  1D58  per  1000.  Of  these  deaths,  one  was  due  to  pertussis,  one 
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to  malignant  disease,  one  to  bronchitis,  two  to  heart  disease,  one  to  suicide, 
and  six  to  all  other  causes.  One  case  of  infectious  disease  was  notified  during 
the  year,  viz.,  scarlet  fever,  which  was  removed  to  the  Isolation  Hospital  at 
Farnham.  The  parish  school  was  closed  twice  during  the  year,  once  for 
chicken  pox,  and  again  later  for  whooping  cough.  The  water  supply  is 
derived  from  wells,  many  of  them  surface  wells,  and  often  of  a questionable 
character.  The  drainage  system  still  retains  its  rural  character. 

Ewhurst,  population  1101,  had  28  births  and  4 deaths,  giving  a 
death  rate  of  8-63  per  1000.  Of  these  deaths,  one  was  due  to  influenza,  one 
to  malignant  disease,  one  to  bronchitis,  and  one  alcoholism.  No  case  of 
infectious  disease  was  notified  during  the  year.  Water  supply  is  derived  from 
Hurtmore,  Shere,  and  is  still  giving  satisfaction.  The  drainage  system  is  still 
of  a rural  character. 

Ham  bled  On,  population  557,  had  11  births  and  6 deaths,  giving  a 
death  rate  of  10*78  per  1000.  Of  these  deaths,  one  was  due  to  phthisis,  one 
to  premature  birth,  and  two  to  heart  disease,  and  two  to  all  other  causes.  Two 
cases  of  infectious  disease  were  notified  during  the  year,  viz.,  one  diphtheria, 
which  was  removed  to  Farnham  Isolation  Hospital,  one  erysipelas.  This 
parish  has  a public  water  supply,  hut  the  drainage  is  still  of  a rural  character 

• 

Hambledon  Workhouse,  population  165,  had  5 births  and 
18  deaths,  giving  a death  rate  of  109*09  per  1000.  Of  these  deaths,  three 
were  due  to  malignant  disease,  one  to  bronchitis,  one  to  pneumonia,  four  to 
heart  disease,  and  nine  to  all  other  causes.  The  water  supply  and  drainage 
system  have  not  been  changed. 

Hascombe,  population  465,  had  5 births  and  1 death,  giving  a 
death  rate  of  2*15  per  1000.  The  only  death  was  due  to  heart  disease.  No 
case  of  notifiable  disease  was  reported  during  the  year.  The  water  supply 
and  drainage  remain  the  same  as  last  year. 

Haslemere,  population  2877,  had  66  births  and  42  deaths,  giving 
a death  rate  of  14*59  per  1000.  Of  these  deaths,  two  were  due  to  influenza, 
two  to  phthisis,  two  to  malignant  disease,  one  to  bronchitis,  two  to  pneumonia, 
one  to  pleurisy,  six  to  premature  birth,  one  to  diseases  and  accidents  of 
parturition,  six  to  heart  disease,  one  to  accident,  one  to  suicide,  and  seventeen 
to  all  other  causes.  Three  cases  of  infectious  disease  were  notified  during  the 
year,  these  were — one  diphtheria  and  two  erysiplelas — these  were  all  treated 
at  home.  During  the  year  the  infant  department  of  the  Church  schools  was 
closed  for  whooping  cough.  Drainage  system — During  the  year  several  small 
extensions  have  been  made  to  the  line  of  sewers.  The  bacteria  beds  continue  to 
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work  satisfactorily,  and  during  the  past  year  the  land  at  the  lower  outfall 
works  has  been  considerably  levelled,  allowing  the  effluent  after  leaving  the 
bacteria  beds  to  be  further  treated  by  broad  irrigation.  A complete  new 
drainage  scheme  and  set  of  bacteria  beds  has  been  laid  down,  to  deal  with 
that  part  of  Haslemere,  known  as  Lower  Grays  wood.  Most  of  the  houses  are 
connected  to  the  sewers.  The  sanitary  condition  of  this  part  of  the  parish  is 
much  improved  ; the  sewers  are  flushed  regularly.  Scavenging — The  house 
refuse  is  collected  by  men  with  a sanitary  cart,  employed  direct  by  the 
Sanitary  Authority.  The  Sanitary  Authority  contracts  with  a scavenger  for 
the  removal  of  the  contents  of  the  earth  closets  and  cesspools  of  the  parish. 
Water  supply  is  obtained  from  a well,  situated  at  Blackdown.  During  the 
past  year  the  mains  have  been  extended  to  Lower  Grayswood,  and  other 
extensions  have  been  made,  in  all,  about  three  miles  of  water  mains.  The 
average  consumption  is  approximately  250,000  gallons  per  week.  There  is  a 
plentiful  supply  of  water  at  the  well.  The  school  at  Grayswood  was  closed 
once  during  the  year  for  whooping  cough. 

PeperharOW,  population  184,  had  1 birth  and  2 deaths,  giving  a 
death  rate  of  10-86  per  1000.  Of  these,  one  was  due  to  whooping  cough,  and 
one  to  malignant  disease.  No  case  of  infectious  disease  was  reported  during 
the  year.  Water  supply  and  drainage  remain  the  same  as  last  year. 

Shalford,  population  2225,  had  62  births  and  23  deaths,  giving  a 
death  rate  of  10-33  per  1000.  Of  these  deaths,  two  were  due  to  influenza, 
one  to  phthisis,  one  to  pneumonia,  six  to  heart  disease,  two  to  suicide,  and 
eleven  to  all  other  causes.  Five  cases  of  infectious  disease  were  notified 
during  the  year,  viz.,  four  scarlet  fever,  three  of  which  were  removed  to 
Isolation  Hospital,  and  one  enteric  fever,  which  was  traced  to  have  been 
contracted  at  Swanage.  The  water  supply,  except  for  extensions,  remains 
much  the  same  as  last  year.  The  drainage  system  is  still  being  constructed. 

St.  Martha,  population  233,  had  2 births  and  1 death,  giving  a 
death  rate  of  4'29  per  1000.  The  only  death  was  due  to  phthisis.  No  case 
of  infectious  disease  was  notified  during  the  year.  The  water  supply  and 
drainage,  no  change  during  the  year. 

Thursley,  population  740,  had  9 births  and  7 deaths,  giving  a 
death  rate  of  9*45  per  1000.  Of  these  deaths,  one  was  due  to  malignant 
disease,  two  to  bronchitis,  one  to  premature  birth,  and  three  to  all  other 
causes.  No  case  of  infectious  disease  was  notified  during  the  year.  Water 
supply  and  drainage,  no  change  from  last  year. 

Wit  ley  with  Milford,  population  3880,  had  63  births  and 
35  deaths,  giving  a death  rate  of  9-02  per  1000.  Of  these  deaths,  two 
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were  clue  to  influenza,  three  to  phthisis,  two  to  malignant  disease,  two  to 
bronchitis,  five  to  pneumonia,  one  to  premature  birth,  six  to  heart  disease, 
one  accident,  and  thirteen  to  all  other  cases.  Twelve  cases  of  infectious 
disease  were  notified  during  the  year,  viz.,  four  diphtheria,  three  of  which 
were  removed  to  the  Isolation  Hospital,  and  seven  scarlet  fever,  four  of  which 
were  removed  to  the  Isolation  Hospital,  and  one  puerperal  fever.  There 
have  been  no  change  in  the  water  supply  and  drainage  during  the  year. 

Wonersh,  population  2181,  had  45  births  and  25  deaths,  giving 
a death  rate  of  11-73  per  1000.  Of  these  deaths,  one  was  due  to  influenza, 
three  to  other  tubercular  disease,  three  to  bronchitis,  one  to  alcoholism,  two 
to  premature  birth,  five  to  heart  disease,  and  ten  to  all  other  causes.  Four 
cases  of  notifiable  disease  were  reported  during  the  year,  viz.,  scarlet  fever, 
three  of  which  were  removed  to  the  Isolation  Hospital.  The  water  supply 
and  drainage,  with  the  exception  of  extensions,  remain  the  same  as  last  year. 
During  the  year  my  attention  was  called  to  several  cases  of  Impetigo  Con- 
tagiosa, which  occurred  at  a group  of  cottages  called  “ Lawnsmead.”  I made 
a house-to-house  inspection,  which  I reported  in  writing  to  the  Council,  and 
in  which  I advised  that  these  cottages  be  supplied  from  the  main  water  supply, 
their  present  supply  being  from  a well. 


I am,  Gentlemen, 

Your  obedient  Servant, 

GEO.  HALL, 


To  the 

Rural  District  Council  of  Hamhledon. 


Medical  Officer  of  Health. 
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Total  population  at  all  ages  at  Census  of  1901,  21,659. 
Number  of  inhabited  bouses  at  Census  of  1901,  4,44 5, 
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Institutions  within  the  District  receiving  Sick  and 
Infirm  Persons  from  outside  the  District. 


i 
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Cranleigh  Cottage  Hospital. 
Haslemere  Cottage  Hospital. 
Hambledon  Union. 


Institutions  outside  the  District  receiving  Sick  and  S 
Infirm  Persons  from  the  District.  I 


County  Lunatic  Asylum. 
County  Hospital,  Guildford. 


The  Hambledon  Union  Workhouse  is  situated  within  the  District. 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Wellcome  Library 


https://archive.org/details/b29408957 
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Table  V.— RUBAL  DISTRICT  OF  HAMBLEDON. 

INFANTILE  MORTALITY  DURING  THE  YEAR  1910  s 

Deaths  from  stated  Causes  in  Weeks  and  Months  under  One  Year  of  Age. 


Cause  of  Death 


All  Causes  / £ertifiei*  , <32) 


i Uncertified  (1)  


Common 

Infectious 

Diseases. 


Diarrhoeal 

Diseases. 


Wasting 

Diseases. 


Tuberculous 

Diseases. 


Other 

Causes. 


' Small -pox  

Chicken-pox  

Measles  

Scarlet  Fever 

Diphtheria : Croup  

Whooping  Cough  

Diarrhoea,  all  forms  

Enteritis,  Muco-enteritis, 

Gastro-enteritis 
Gastritis,  Gastro-intestical  Catarrh 

{Premature  Birth 

Congenital  Defects  , 

Injury  at  Birth 

Want  of  Breast-milk,  Starvation 
Atrophy,  Debility,  Marasmus  . . 

Tuberculous  Meningitis  

Tuberculous  Peritonitis : 

Tabes  Mesenterica 

Other  Tuberculous  Diseases 

I Erysipelas  

Syphilis  

Rickets  

Meningitis  (not  Tuberculous)  . . 
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Population,  estimated  to  middle  of  1910,  23,851. 
Deaths  frrm  all  causes  at  all  ages,  249.’ 


Births  in  the  year  : — Legitimate,  471 ; Illegitimate,  19. 
Deaths  in  the  year  : — Legitimate,  33 ; Illegitimate,  0. 
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REPORT  OF  THE  INSPECTOR  OF  NUISANCES 

TO  THE 

Rural  District  Council  of  Hambledon. 


Wonersh,  28 th  February , 1911. 

Gentlemen, 

I have  the  honour  to  make  to  you  a brief  summary  of  the  work  done 
during  the  year  1910. 

The  number  of  nuisances  abated  was  138.  The  number  in  each  parish 
separately  is  given  below  ; they  are  of  the  usual  varied  character.  There  is 
a general  improvement  and  diminution  of  nuisances. 

Cne  old  cottage  at  Wonersh,  reported  as  unfit  for  habitation,  has  been 
closed.  Two  at  Haslemere  and  one  at  Elstead,  similarly  reported,  have  been 
thoroughly  repaired  and  made  habitable.  Many  others  also  have  been 
improved. 

A seven  houses,  where  the  water  supply  has  been  unsatisfactory,  water 
has  be  n laid  on  from  a good  source. 

Six  cases  of  overcrowding  have  been  remedied — two  at  Wonersh,  one  at 
Haslemere,  one  at  Witley,  one  at  Shalford,  and  one  at  Chiddingfold.  Over- 
crowding is  on  the  decrease,  which  may  be  owing  to  the  number  of  new 
cottages  built  in  several  parishes. 

There  has  been  very  little  trouble  in  reference  to  Gipsies. 

Bakehouses  have  been  generally  well  kept. 

There  has  been  no  new  slaughterhouse  erected  since  the  adoption  of  the 
Bye  Laws. 

Twenty-seven  cases  have  been  sent  to  the  Isolation  Hospital  at  Farnham — 
twenty-one  for  scarlet  fever,  and  six  for  diphtheria. 

Three  houses  have  been  disinfected,  after  deaths  from  consumption. 

Water  Act. — The  number  of  certificates  for  new  houses  granted 
under  this  Act  was  58.  In  one  case,  proceedings  before  the  Magistrates  were 
tak  for  not  complying  with  the  Act. 

Cowsheds  and  Dairies  Act. — The  number  of  premises 
stered  under  this  Act  is  seventy-four,  and  have  been  well  kept,  there  being 
ming  particular  to  mention.  One  suspected  case  of  Anthrax  in  a cow  was 
proved  not  to  be  so. 

I am,  Gentlemen,  your  obedient  Servant, 

A.  E.  SIMMONDS,  Inspector  of  Nuisances. 


Nuisances 

abated 

W ater 
Certificates 
New  Houses 

Nuisances 

abated 

W ater 
Certificates 
New  Houses 

Alfold  . . 

4 

none 

Iiascombe 

none 

none 

Bramley 

9 

Bye-Laws 

Haslemere 

22 

Bye-Laws 

Chiddingfold  . . 

14 

11 

Peperharow  . . 

none 

none 

Cranleigh 

18 

Bye-Laws 

Shalford 

13 

Bye-Laws 

Dunsfold 

9 

3 

St.  Martha 

none 

2 

Elstead 

5 

1 

Thurslcy 

5 

9 

Ewliurst 

7 

13 

Witley 

14 

18 

Hambledon  . . 

4 

1 

Wonersh 

14 

Bye-Laws 

REPORT  as  to  the  Parishes  of  Bramley, 
Cranleigh,  Shalford  and  Wonersh. 


Inspections. 


W ater 
Certificates 


36,  High  Street,  Guildford, 

31  st  January , 1911. 

Gentlemen, 

I have  the  honour  to  submit  to  you  a short  statement  respecting 
my  work  in  connection  with  the  Building  Bye-Laws,  Sewage  Disposal 
Works,  &c.,  during  the  year  1910.  The  number  of  cases  dealt  with 
is  as  under  : — 

Number  of  New  Streets  Number  of  separate  Number  of  other 
for  which  Plans  were  Dwelling  Houses  Buildings  for 

approved  during  1910  for  which  Plans  were  which  Plans  wTere 

approved  during  approved  during 
1910  1910 

3 35  6 0 


Number  of  times  Pro- 
ceedings were  taken 
for  breaches  of  the 
Bye-LaAvs 


During  1909  the  numbers  were  respectively  as  follows  : — 

3 94  13  ' 0 

and  the  average  of  preceding  years  since  the  adoption  of  the  Bye- 
Laws,  works  out  at : — 

3 56  13  0 


In  addition  to  the  New  Buildings  tabulated  above,  Plans  have 
been  submitted  and  approved  for  new  Drainage  Systems  in  con- 
nection with  five  old  houses  and  other  buildings. 


The  following  Table  gives  the  Parochial  distribution  of  the 


cases  : — 

Dwelling 

Houses 

Other 

Buildings 

Streets 

New  Drainage 
Systems 
to  Old  Premises 

Total 

Bramley 

. . . ...  9 

1 

1 

2 

13 

Cranleigh 

12 

3 

1 

2 

18 

Shalford 

11 

2 

1 

0 

14 

Wonersh 

3 

0 

0 

1 

4 

Under 
to  existing 

■ the  headings  “ Dwelling  blouses  ” are  classed  additions 
houses,  for  which  Plans  were  submitted  to  me. 

The  inspections  required  by  the  Bye-Laws,  viz.: — Of  (a) 
Foundations  ; (b)  Drains  and  Sanitary  arrangements,  and  (c)  as  to 
proper  completion,  have  been  made  in  each  of  the  above  cases  ; and 
in  addition  I paid  such  other  visits  as  were  necessary  to  ensure  the 
observance  of  the  Bye-Laws. 


All  drainage  conveying  sewage  or  foul  water,  whether  in  con- 
nection with  new  buildings  or  with  new  drainage  systems  to  old 
houses,  were  subjected  to  the  hydraulic  test,  and  found  to  be  water- 
tight before  being  passed. 


In  the  case  of  all  new  and  re-built  houses,  I have  made  the 
necessary  examinations  and  reports  relative  to  the  issue  ot  certificates 
under  the  Public  Health  (Water)  Act  of  1878. 
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CRANLEIGH. 


Sewage 
and  Sewage 
disposal. 


During  the  year  14  additional  houses  have  been  connected  with 
the  sewers.  The  works  now  serve  a population  of  about  2735 
persons,  with  an  estimated  normal  daily  flow  of  approximately 
60,170  gallons,  which  is  very  considerably  increased  after  storms,  as 
the  sewers  in  the  original  part  of  the  system  are  in  a leaky  condition. 
There  has  been  no  complaint  from  the  Thames  Conservancy  con- 
cerning the  effluent. 


BRAMLEY. 


During  the  year  11  houses  and  other  buildings  have  been 
connected  with  the  sewers.  They  now  serve  an  estimated  population 
of  about  1170  persons,  with  a dry  weather  flow  of  approximately 
23,400  gallons  during  the  twenty-four  hours. 


WONERSH. 

Four  additional  houses  have  been  connected  to  the  sewerage 
system  during  the  year.  It  now  serves  a population  of  about 
650  persons,  giving  an  estimated  daily  dry  weather  flow  of 
about  12,675  gallons.  The  new  Caretaker  of  the  Bramley  and 
Wonersh  Joint  Outfall  Works  appointed  duriDg  the  Autumn  is 
carrying  out  his  duties  satisfactorily,  and  the  outfall  is  now  in  good 
order. 


ST.  MARTHA  AND  WONERSH  WATER. 

There  has  been  no  extension  of  the  mains  during  the  year. 
The  yield  of  water  continues  to  be  sufficient,  and  there  has  been 
practically  no  trouble  with  the  pumping  plant.  During  the  year  a 
sample  of  the  water  was  examined  bacterially  and  chemically  by 
Dr.  Thresh,  of  the  Public  Health  Laboratories,  London  Hospital 
Medical  College,  and  he  thus  summarised  his  Report  upon  it : — 

“ I found  it  to  be  free  from  all  signs  of  contamination  ; 
“ the  quality  is  excellent,  and  the  water  is  well  adapted  for  all 
“ the  purposes  of  a Public  supply.” 

I am,  Gentlemen,  your  obedient  Servant, 

EDWARD  L.  LUNN, 

Surveyor  under  the  Building  Bye-Laws , and  Superintendent  of  Sewage 

and  Water  Works  for 

the  Parishes  of  Bramley , Cranleigh , Shalford  and  Wonersh. 

To  the  Rural  District  Council  of  Hambledon. 


The  Cottage, 

Lower  Street,  Haslemere, 

24 th  February , 1911. 


To  the  Rural  District  Council  of  Hambledon. 


Gentlemen, 


PARISH  OF  HASLEMERE. 


Respecting  the  working  of  the  Building  Bye-Laws,  I beg  to  report 
as  follows  : — 

During  the  past  year  40  plans  have  been  submitted  to  the  Parish  Council, 
acting  as  the  Bye-Laws  Committee,  and  approved.  The  plans  provided  for:  — 

25  dwelling  houses, 

8 workshops,  offices  and  sheds, 

9 stables  and  motor  garages, 

8 additions  to  existing  houses  and  premises, 

1 steam  laundry. 

I have  made  the  necessary  inspection  of  the  buildings  during  the  progress 
of  the  work  and  at  the  completion  of  the  same,  to  ensure  the  due  observance 
of  the  Bye-Laws. 

During  the  year  21  water  certificates  have  been  issued  under  the  Public 
Health  (Water)  Act,  1878.  I have  made  the  necessary  examinations  and 
reports  relative  thereto. 

Drainage  and  Scavenging. — The  bacteria  beds  in  connection  with  the 
sewage  outfall  works  continue  to  work  satisfactorily.  The  new  beds  laid  down 
in  1909-10  are  now  in  working  order.  The  surface  of  the  land  adjoining 
the  contact  beds  has  been  levelled  and  the  banks  to  the  stream  heightened  ; 
the  major  portion  of  the  field  is  now  utilized  for  irrigation  purposes  with 
satisfactory  results. 

During  the  past  year  a complete  drainage  scheme  with  outfall  works  has 
been  provided  for  that  part  of  the  parish  known  as  Lower  Grayswood.  The 
system  is  now  in  working  order,  and  most  of  the  house  drainage  is  connected 
thereto.  A considerable  number  of  the  earth  closets  have  been  converted 
into  water  closets  and  connected  to  the  drainage  system.  The  earth  closets 
throughout  the  parish  are  emptied  twice  each  week,  and  the  cesspools  once 
a month,  by  the  scavenging  contractor. 

The  removal  of  the  house  refuse  is  carried  out  by  the  Council’s  workmen, 
the  refuse  from  each  house  being  removed  once  each  week. 

Water  Supply  (Water  Works,  Blackdown). — During  the  past  year 
approximately  5000  yards  of  new  service  mains  have  been  laid  in  the  parish, 
to  supply  the  outlying  parts,  including  Lower  Grayswood. 

The  whole  of  the  machinery  continues  to  work  smoothly  and  satisfactorily. 

There  continues  to  be  an  ample  supply  of  water.  I calculate  that  the 
weekly  consumption  of  water  amounts  to  240,000  gallons. 

I am,  Gentlemen,  your  obedient  Servant, 

JOHN  H.  HOWARD, 

Surveyor  of  Building  Bye-laws , and  Manager  of 
Sewage  and  Water  Works. 


FERDINAND  SMALLPEICE,  Clerk. 


